To:  Goertz,  Dave[Dave. Goertz@WestonSolutions.com] 

Cc:  Elliott  Petri[Elliott.Petri@WestonSolutions.com];  Jan 

Christner[Jan. Christner@WestonSolutions.com] 

From:  Way,  Steven 

Sent:  Mon  10/26/2015  7:12:36  PM 

Subject:  Re:  P&ID 

We  can  discuss  on  a call.  In  sort,  there  are  many  valve,  drains,  clean-outs  to  access  within  a 
small  area,  and  it  would  be  useful  for  people  to  have  a layout  diagram  and  label  the  valve  "box" 
for  each  as  we  discussed  before.  This  is  more  than  a flow  diagram,  it's  detail  of  the  specific 
layout  on  the  ground. 

Let  me  know  if  you  want  to  talk  about  it. 

Thanks 

Sent  from  my  iPad 

On  Oct  26,  2015,  at  12:13  PM,  Goertz,  Dave  <Dave  .Goertz@  W estonSoluti ons . com>  wrote: 


Steve, 


I’m  not  sure  what  you  are  getting  at.  Are  you  referring  to  the  cleanouts  or  something  else. 


Thanks, 

Dave 


David  Goertz,  PE 

Weston  Solutions,  Inc. 

1435  Garrison  Street,  Suite  100 

Lakewood,  CO  80215 


Office:  303  729-6123 
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Cell:  720  635-0818 


dave.goertz@westonsolutions.com 


From:  Way,  Steven  f mailto:wav.steven@epa.qovl 

Sent:  Saturday,  October  24,  2015  2:54  PM 
To:  Goertz,  Dave 
Cc:  Myers,  Craig;  Petri,  Elliott 
Subject:  Re:  P&ID 


Dave,  yes  this  is  good.  We  just  need  to  do  the  detailed  up  close  view  of  the  valve  set  at  the 
base  of  the  slope  below  GK  to  make  sure  the  various  ports  to  valves  are  marked  as  to  the 
flow  each  controls,  etc. 


Thanks 

Sent  from  my  iPad 

On  Oct  23,  2015,  at  10:50  AM,  Goertz,  Dave  <Dave.Goertz@WestonSolutions.com> 
wrote: 

Steve, 

Is  this  what  you  had  in  mind  for  the  valving  figure? 

Thanks, 

Dave 


David  Goertz,  PE 

Weston  Solutions,  Inc. 
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1435  Garrison  Street,  Suite  100 
Lakewood,  CO  80215 


Office:  303  729-6123 
Cell:  720  635-0818 


dave . goertz@westonsolutions.com 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information 
which  is  confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential 
or  proprietary  information  without  the  written  permission  of  Weston  Solutions, 
Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the 
sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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